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CABLE SPLICING—GENERAL 
. SOLID PIC CABLES 


1. GENERAL 


101 This addendum is issued to cover the core make-up of 
404-pair (a new size) coded type, solid PIC cables of 
22, 24, and 26-gauge. 


2. DESCRIPTION 


2.01 The arrangement of the units and the color code of the 
binding strings are shown in the sketch on the follow- 
ing page. 
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ARRANGEMENT OF UNITS. 
AHA (22 Ga), AKM (24Ga) AND AKT (26Ga) TYPES 


404 Prs. 


Numbers denoie total pairs in unit 
Letfers indicate colors of unit binding strings - 

B — Blue B-W— Blue-White B-R—- Blue-Red 

0 — Orange O-W— Orange-Whife  O-R- Orange—Red 

G— Green G-W— Green-White G-R—- Green—Red 

Br- Brown BrW—- Brown-White § Br-R- Brown —Red 

S — Slate S-W-— Slate—White S-R—- Slate—Red 
‘B-Y— Blue~Yellow 


2.02 The color code of the pairs in the individual 25 and 


26-pair units is the same as that shown in the main 
section. 


